Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


UNCLASSIFIED 

PAGE 01 BAGHDA 00356 201226Z 
ACTION NEA- 10 

INFO OCT-01 ISO-OO /Oil W 

201227 118279/10 

P 201120Z FEB 77 
FM USINT BAGHDAD 
TO AMEMBASSY ATHENS PRIORITY 
INFO SECSTATE WASHDC PRIOIRITY 4208 

UNCLAS BAGHDAD 0356 


Message Text 


E.O.l 1652: N/A 

TAGS: OGEN, BGEN, IZ, GR 

SUBJECT: AIR CONDITIONER PARTS FOR GOI PRESIDENTIAL PALACE 


1 . USINT HAS RECEIVED FROM EMBASSY OF INDIA IN 
BAGHDAD AN APPARENTLY MISDIRECTED TELEX FROM CARRIER 
SERVICE, ATHENS, SAYING "PLEASE ARRANGE LETTER OF 
CREDIT AND PURCHASE ORDER FOR SPARE PARTS FOR 
PRESIDENTIAL PALACE AS PER OUR QUOTATION QA732-1747SP". 
GOI CONTACT CONFIRMS AN ORDER HAS BEEN PLACED WITH 
FIRM. 


2. OR FILES INDICATE CARRIER OFFICE LOCATED AT 
2-4 MESOGION STREET, ATHENS 610 TELEPHONE 7797801, 
CABLE: CARAFME, TELEX: 21-9337 CAME GR. 

3. PLEASE CONTACT ATHENS CARRIER OFFICE AND ADVISE 
THEM TO REDIRECT REQUEST TO IRAQI INTERESTS SECTION, 
EMBASSY OF INDIA, WASHINGTON. D.C. 

4. STATE PLEASE FOLLOW-UP WITH IRAQI INTERESTS SECTION. 

5. ADVISE ACTION TAKEN. 

MACK 
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